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TABLE 1-21.  Miscellaneous Sources of Emissions of Hydrocarbons
in the United States During 1974a

Emissions, million

Source___________________                                           metric tons/year

Stationary fuel combustion                                                             1*3

Solid waste                                                                                           0.8

Forest fires                                                                                         0,7

Agricultural burning                                                                         0.1

Coal refuse burning                                                                           0.1

Structural fires'                                                                               <0.1

TOTAL                                                 3.0

U.S. Environmental Protection Agency, 1977b.